To:  Senn,  John[Senn. John@epa.gov] 

Cc:  McClain-Vanderpool,  Lisa[Mcclain-Vanderpool. Lisa@epa.gov];  EOC  Public 

lnformation[EOC_Public  _lnformation@epa.gov] 

From:  Grantham,  Nancy 

Sent:  Wed  8/19/2015  5:07:05  PM 

Subject:  Re:  EOC/OPS  approved  statement  on  accidental  nature  of  GKM  release 

Confirmed  thx  ng 

Sent  from  my  iPhone 

On  Aug  19,  2015,  at  1 1:06  AM,  Senn,  John  <Senn.John@epa.gov>  wrote: 


This  does  not  need  additional  JIC  review  (pis  confirm  Nancy).  I know  that  the  HQ 
press  office  has  already  shared  this  with  a reporter. 


thanks, 

John 


From:  McClain-Vanderpool,  Lisa 

Sent:  Wednesday,  August  19,  2015  12:45  PM 

To:  Senn,  John 

Subject:  RE:  EOC/OPS  approved  statement  on  accidental  nature  of  GKM  release 


So  am  I to  use  this  to  respond  to  Utah  reporter?  JIC  still  needs  to  approve  it  right? 


Lisa  McClain-Vanderpool 

Public  Affairs  Specialist/Media  Officer 

Office  of  Communications  and  Public  Involvement 

US  Environmental  Protection  Agency,  Region  8 

1595  Wynkoop  Street 

Denver,  Colorado  80202 

Office  303.312.6077 

Cell  303.501.4027 
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From:  Senn,  John 

Sent:  Wednesday,  August  19,  2015  10:32  AM 

To:  Grantham,  Nancy;  MacIntyre,  Mark;  Harrison,  Melissa 

Cc:  EOC  Public  Information;  McClain-Vanderpool,  Lisa;  Daguillard,  Robert;  Hull,  George; 
Gray,  David;  Zito,  Kelly;  Smith,  Paula;  Lee,  Monica 

Subject:  EOC/OPS  approved  statement  on  accidental  nature  of  GKM  release 


here  is  a statement  that  has  been  approved  by  Melissa  & the  EOC  on  the 
accidental  nature  of  the  release. 


The  U.S.  Environmental  Protection  Agency  (EPA)  has  stated  from  the  onset  that 
the  August  5 release  at  the  Gold  King  Mine  near  Silverton,  Colorado  was  an 
accident  and  that  the  agency  will  take  responsibility  to  ensure  it  is  cleaned  up. 
Yesterday,  EPA  announced  that  the  U.S.  Department  of  the  Interior  (DOI)  will  lead 
an  independent  assessment  of  the  factors  that  led  to  the  Gold  King  Mine  incident 
and  it  is  anticipated  that  DOI  will  provide  the  assessment  report  to  the  public  within 
60  days. 


EPA  continues  to  work  closely  with  first  responders  and  local,  state  and 
tribal  officials  to  ensure  public  safety  and  to  provide  information  with  local 
communities  as  we  work  to  analyze  any  effects  the  spill  may  have  on  water 
resources  and  public  health. 


For  more  information  on  EPA's  response  to  the  Gold  King  Mine  release,  visit 

http://www2.epa.gov/goldkingmine. 
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